SIGNAL 


74HC132D 
US. 


U10 
PIC16C711 


6.5-30pF 
ceé 


2epr V 
cee 


ue 
19,/LC2274D 
[of 
uve 
TLC2274D 


rey 


RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


TOOL WO | REVISION | PRT 
wrs-ee9 |a | 868-0229 [era 2 | 
» 440MHZz UHF SWR ANALYZER 

MFJ-229 


MFJ ENTERPRISES INC. 
300 INDUSTRIAL PARK RD 


Pee PAT | starkvILLe us 39759 


